DART AEROSPACE LTD 


Description: Plate 


Work Order: 


Part Number: 
04406-3 


Inspection Ow : D4406 
Rev: D 


INSPECTION SHEET 


Pa e 1 of 1 


Drawi~g 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Inspection 
Comments 
Dimension 
Dimension 


0.561 
+/-0.010 


0.30 
+/-0.030 


0.88 
+/-0.030 


0.13 
+/-0.030 


0.31 
+/-0.030 


24.995 
+/-0.010 


47.958 
+/-0.010 


54.178 
+/-0.010 


2.43 
+/-0.030 


7.77 
+/-0.030 


7.203 
+/-0.010 


3.63 
+/-0.030 


4.00 
+/-0.030 


7.071 
+/-0.010 


7.800 
+/-0.010 


0.050 
+/-0.010 


. 


Measured by: 


Date: 


Engineering Approval: 
(If necessary) 


Rev 
Date 
A 
11.10.13 
B 
12.03.08 
C 
13.05.08 
D 
16.03.17 


Checked by: 


Date: 


QC Inspector: 


Date: 


Date: 


Revised b 
KJ 
KJ 
KJ 
KJ 


Approved 


H:IFORMSIQuality Assurancelapproved 
QAllnspection 
Sheet revS 


